DOCKETED ITEMS       53

DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9004250304 Forwards Safeguards Insp Repts 50-266/90-07 & 50-301/90-07 on
900326-30-No violations noted.

GREGER.LR. Region 3, Ofc of the Director. 90/04/17. FAY.C.W. Wisconsin Electric
Power Co. 2pp. 53603:165-53603:168.

-9004250307 Partially withheld Physical Security Insp Repts 50-266/90-07 & 50-301 /
90-07 on 900326-30 (ref 10CFR73.21).NO violations noted.Major areas inspected:mgt
support.protected & vital areas,access control.personnel.packages & vehicles.
BELANGER.J.L., KNICELEY.J.R., CREED.J.R. Region 3, Ofc of the Director. 90/04/
17. 2pp. 53603:167-53603:168.

9005210015 Forwards nonproprietary & proprietary version of "Point Beach Nuclear
Plant,Emergency Plan Exercise.900314."

FAY.C.W. Wisconsin Electric Power Co. 90/05/10. Document Control Branch (Docu-
ment Control Desk). 1p. 53871:092-53873:045.

-9005210017 "Point Beach Nuclear Plant Emergency Plan Exercise.900314."

*  Wisconsin Electric Power Co. 90/03/14. 673pp. 53871:093-53873:045.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005170045 Forwards special instructions forwarded to utils re X-SAM sys for nuclear
safety-related cranes.lnstructions describe actions for making critical lifts before retro-
fit of slide device.

THOMAS.A. Ederer, Inc. 90/04/04. MURLEY.T. Office of Nuclear Reactor Regulation,
Director (Post 870411). 6pp. 53865:269-53865:274.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005150011 Forwards list of incomplete USIs for plant.per util 891121 response to Ge-
neric Ltr 89-21 & encourages efforts for completion.

SWENSON.W.H. Project Directorate III-3. 90/05/09. FAY.C.W. Wisconsin Electric
Power Co. 5pp. 53824:306-53824:310.

9005170113 Forwards safety evaluation & Technical Evaluation Rept SAIC-87/3112
concluding that DCRDR design acceptable.per Suppl 1 to NUREG-0737.NRC should
be notified when safety significant human engineering discrepancies completed.
SWENSON.W.H. Project Directorate III-3. 90/05/11. FAY.C.W. Wisconsin Electric
Power Co. 6pp. 53875:100-53875:110.

-9005170132 Safety evaluation concluding that licensee satisfied all nine DCRDR crite-
ria of Suppl 1 to NUREG-0737.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 5pp.
53875:106-53875:110.

-8806170056 "Technical Evaluation Rept of DCRDR for Point Beach Nuclear Power
PlantUnits 1 & 2."

*  Science Applications International Corp. (formerly Science Applications, Inc.). NRC-
03-82-096. SAIC-87/3112. 88/06/07. NRC - No Detailed Affiliation Given. 33pp.
53875:111-53875:143.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28.Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 138pp. 53903:092-53903:277.

9005220148 Advises that no requirement exists in NUREG-0737 for post-accident at-
mospheric sampling sys to be designed to withstand design basis containment

pressure.per 891221 request for assistance.
HANNON.J.N. Project Directorate I

> III-3. 90/05/16. NORELIUS.C.E. Region 3, Ofc of
the Director. 1p. 53902:205-53902:205.

9005220190 Concurs w/revised battery testing program for plant. Bounding battery load
profile should be included in plant SAR.replacing current Table 8.2-3, "Major Battery
Loads Following Loss of Outside Power."

SWENSON.W.H. Project Directorate III-3. 90/05/16. FAY.C.W. Wisconsin Electric
Power Co. 3pp. 53901:134-53901:136.

Q. Inspection reports, IE Bulletins & correspondence

9004250078 Discusses insp on 891107-900118 & forwards notice of violation & pro-
posed imposition of civil penalty in amount of $87,500.

DAVIS,A.B. Region 3. Ofc of the Director. 90/04/17. FAY.C.W. Wisconsin Electric
Power Co. 4pp. 53598:065-53598:101.

-9004250079 Notice of violation & proposed imposition of civil penalty in amount of
$87,500.Noncompliance noted:corrective actions re station procedures for emergency
diesel generators scheduled for completion by 890701,not completed by 891231.
DAVIS.A.B. Region 3. Ofc of the Director. 90/04/17. 3pp. 53598:069-53598:101.

9004250304 Forwards Safeguards Insp Repts 50-266/90-07 & 50-301/90-07 on
900326-30.No violations noted.

GREGER.LR. Region 3, Ofc of the Director. 90/04/17. FAY.C.W. Wisconsin Electric
Power Co. 2pp. 53603:165-53603:168.

-9004250307 Partially withheld Physical Security Insp Repts 50-266/90-07 & 50-301 /
90-07 on 900326-30 (ref 10CFR73.21).No violations noted.Major areas inspected:mgt
support,protected & vital areas.access control.personnel.packages & vehicles.
BELANGER.J.L, KNICELEY.J.R., CREED.J.R. Region 3, Ofc of the Director. 90/04/
17. 2pp. 53603:167-53603:168.

9005020048 Forwards Requalification Exam Rept 50-266/OL-90-01 administered during
wk of 900326.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/24. FAY.C.W. Wisconsin Electric
Power Co. 2pp. 53671:287-53672:042.

-9005020053 Requalification Program Audit Rept 50-266/OL-90-01 on 900326-30.Audit
results:one reactor operator failed exam.AII senior reactor operators & all crews
passed exam.

SHEMBARGER.K., DAMON.D.. BURDICK.T. Region 3, Ofc of the Director. 90/04/23.
114pp. 53671:289-53672:042.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York. Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170065 Forwards list of concerns identified at 900417 electrical insp exit meeting
to discuss preliminary findings of special electrical insp conducted on 900319-0412 re
adequacy of electrical distribution sys.

FAY.C.W. Wisconsin Electric Power Co. 90/05/10. Document Control Branch (Docu-
ment Control Desk). 11pp. 53856:019-53856:029.

9005230092 Responds to notice of violation & forwards civil penalty in amount of
$87,000 for violations noted in Insp Repts 50-266/89-32,50-266/89-33,50-301/89-32
& 50-301/89-33. Addl employees added in QA & corporate nuclear engineering.
FAY.C.W. Wisconsin Electric Power Co. 90/05/15. Ofc of Enforcement (Post 870413).
7pp. 53914:266-53914:272.

9005240019 Advises of typo in Item 2.C re emergency diesel generator meter accuracy
in submittal re corrective actions in response to concerns identified during electrical
insp.Meter calibr reading should be 3,050 kW not 350 kW.

FAY.C.W. Wisconsin Electric Power Co. 90/05/16. Document Control Branch (Docu-
ment Control Desk). 1p. 53920:353-53920:353.

9005240119 Updates 890330 response to NRC Bulletin 88-010, "Nonconforming
Molded Case Circuit Breakers." Util will replace Unit 1 inverter & battery charger cir-
cuit breakers within 30 days after receipt & QA verification.

BOSTON.J.W. Wisconsin Electric Power Co. 90/05/16. Document Control Branch
(Document Control Desk). 3pp. 53924:233-53924:235.

9005240201 Documents status of evaluations committed to be performed re IE Bulletin
79-14 program.Support CH-151-4-H50 modified during Unit 1 refueling outage & now
in code compliance. Meeting proposed during wks of 900618 or 900716.
FAY.C.W. Wisconsin Electric Power Co. 90/05/17. DAVIS.A.B. Region 3, Ofc of the
Director. 3pp. 53923:354-53923:356.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099./89-23.Corrective actions:compressed gas cylinder bottles secured w/
